ST.  JOHN'S  UNITED  CHURCH  OF  CHRIST 
Genoa,  Ohio 


Church    Sanctuary  of    confemporary  design 

dedicated  in   1961.  The  windows  present  the 

Statement  of  Faith  of  the  United  Church  of 
Christ  In  synnbols. 
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